CHAPTER XVI
ARMATURE FOR A LION; MOVEMENT AND CONSTRUCTION
THE principle of the armature for a lion is absolutely the same as that set forth for the horse, but, however, in a different proportion as the height and length of the animal are smaller. The iron support for a life-size lion should measure from the base to the horizontal branch three feet, and the length of the horizontal branch may be two feet. This iron will be fixed to the plinth by four branches, screwed firmly as previously described.
If the fore paws are to repose on a higher plane than the hind ones, the horizontal branch must be necessarily inclined according to the position of the body. The remainder of the armature is in every way similar to that of the horse, and this principle is applicable to all the quadrupeds. (Fig. 85. Completed armature for a life-size lion.)
What I have to say as to the beginning of the work on a lion can only be a repetition of what I have said already for
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